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Dr. Paul Larson 
3044 Stratford Road 
Richmond, Virginia 23225 


Dear Dr. Larson: 

Enclosed for your information are copies of the 
reports of the FTC's three scientific consultants 
assessing the technical materials submitted by Philip 
Morris, Brown & Williamson, and the other tobacco com¬ 
panies in connection with the investigation of the 
Barclay filter. As you will see, the experts are 
unanimously in strong support of the Philip Morris 
position. 

Our client is delighted! with this result, and 
as is clear from' the substance of the comments, your 
assistance contributed substantially. 

Best regards. 



Enclosures 


be: G. Carlton. Adkins, Esquire 

Dr. Ray Fagan. 

Mr. Cliff Lilly 


Source: https://www.industrydocuments.ucsf.edu/docs/hkvlOOOO 
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